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ea : TC: 
Warner Robins Air Materiel Area 
Robins Air Foree Base, Georgia Page 2 of 2 
Mark For: Warehouse 17 
Storeroom "B"™ 
DATE OF SHIPMENT NUMBER OF CONTAINERS 
June 8, 1961 1 Boz No. 18 
Item No. Part Number Quantity Serial No. 

4l “157-1105 - LAK 9 Glass Blanks —(i‘—~—S 3 

42 ‘| 8820 - LAK 9 Glass Blanks L 

43 152-0005 - Memory Units 6 

44 - Miscellaneous Hardware 1 Box 

45 - Ultrasonic Transducer 1 

46 - Miscellaneous Shutter Parts 1 Box 

47 - Cables 2 Sets 

48 ~ Quartz Blanks - 20" x 3" Scanner 1 

49 ~- Quartz Blanks ~ 20° x 2.5" Scanner 1 

50 - Glass Blanks - 16" x 3" Primary 1 

51 ~ LAK 9 3.5 x 4.0 Glass Blanks 8 

52 - LAK 9 3.5 x .45 Glass Blanks 6 

53 - Preflight Test Stand 1 
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